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THE SOURCE EVALUATIONS IN THIS REPORT ARE DEFINITIVE. 
THE APPRAISAL OF CONTENT IS TENTATIVE. 

25X1 X (for KEY SEE REVERSE) 



epar atedt ’ Se X* lW was moved into the building which had housed 
these stations up to that time, 

2. The medical dispensary was divided into two parts, 

- . nmro* -r-n+n the former rooms of the construction department 

Normal, procedure for examinations or treatments was followed. 

h . The second part of the medical dispensary was moved to the building of the 
Nova Tazirna (new stretching department). 


3 - 


According to the morning announcement of the plantradio each- Of the two 
stations was for patients from only one part of the plant. _ 


h At the same time the medical stations were transferred, the Zabrana Urazu 

^prevention of accidents) department was moved from ; * 
to building No. 5, where it was probably accommodated m the rooms of tne 

former plant library, <■ 
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